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UNITED STATES INTELLIGENCE BOARD 
MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 
SUBJECT : Reliability of the Soviet ICBM 


REFERENCE : USIB-M-77, 19 January 1960, Item 9 


The attached GMAIC study on the reliability of the Soviet ICBM, 
prepared pursuant to direction.of the Intelligence Board, is forwarded 
for review. This matter will be placed on the agenda of the Board 


meeting scheduled for 1 March. 
25X11 


Executive Secretary 


Attachment 
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